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VOTE OF CONFIDENCE ON DE GAS PER I GOVT. — 28 July 53 
Total Votes — 590 


For: CD — • 263, 2 absent — - "Z-Ctf 


Against: 

PCI ( 

PSI ) Straight Party line Vote 
PNM ( 

M3I ) 

Total — 282, 5 absent — tL 8 7 

Abstaining : 


PLI ( 

PRI ) Straight Party line 
PSD I ( 


Total — 37, 1 absent 
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